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UNCLASSIFIED 

PAGE 01 STATE 204586 
ORIGIN COME-00 

INFO OCT-OI EA-12 ISO-00 EB-08 /02I R 

DRAFTED BY COM/BED/OED/MEPD/JPHILBRICK/MM 
APPROVED BY EB/OCA:WERAU 
COM/BED/OED/MEPD/LENGLESON 
COM/BED/OED/MEPD/SMCONGER,DIR. 

ST ATF/F. A/ANP/AI FC 
COM/BED/OIM/JWILSON (I 
EA/EP:RMORFORD (INFO) 

070029 I22329Z/73 

R 12013IZ AUG78 

FM SECSTATE WASHDC 

TO AMEMBASSY PORT MORESBY 

UNCLAS STATE 204586 

E.O. 11652: N/A 


Message Text 


TAGS: BENC.PP 

SUBJECT: MAJOR PROJECT: SEPIK/ILAM HYDROELECTRIC SCHEME 


REF: A) PORT MORESBY 1139 B) STATE 195225 

1. MAJOR EXPORT PROJECTS DIVISION USDOC HAS RECEIVED 
ANOTHER INQUIRY ON SUBJECT PROJECT. FIRM WOULD LIKE TO 
KNOW: A) HOW LONG HAS THIS PROJECT BEEN UNDER 
CONSIDERATION?; B) WHO DID THE SITE SELECTION STUDY- 
AN OUTSIDE FIRM OR THE GOVERNMENT OF PAPUA NEW GUINEA? 
C) WHICH FIRMS AND COUNTRIES ARE INVOLVED IN THE COPPER 
DEVELOPMENT SCHEME? AND D) WILL THE POWER BE USED 
SOLELY FOR COPPER OR ARE THERE OTHER INDUSTRIAL ON 
RESIDENTIAL DEVELOPMENTS PLANNED OR EXISTING HEARBY? 
EMBASSY'S ASSISTANCE WITH ALL THESE QUESTIONS WILL BE 
MUCH APPRECIATED. CHRISTOPHER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 aug 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE204586 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BED/OED/MEPD/JPHILBRICK/MM 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780330-1134 

Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780870/aaaacgba.tel 

Line Count: 55 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 8bbf8264-c288-dd11-92da-001cc4696bcc 

Office: ORIGIN COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 

Previous Classification: n/a 

Previous Handling Restrictions: n/a 

Reference: 78 PORT MORESBY 1139, 78 STATE 195225 

Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1757863 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: SEPIK/ILAM HYDROELECTRIC SCHEME 
TAGS: BENC, PP 
To: PORT MORESBY 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/8bbf8264-c288-dd1 1 -92da-001 cc4696bcc 
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